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2001 July 24, 1914 

Disinfectants, Standards for. (Ord. Jan. 27, 1913.) 

Rule 56. The following shall be the standards prescribed and fixed for all disin- 
fectants used for the prevention and control of contagious diseases, or used under the 
requirements of this code: 

Standard disinfectant No. 1. Five per cent carbolic solution. 

Standard disinfectant No. 2. .One-tenth of 1 per cent (1-1000) solution of bichloride 
of mercury. 

Standard disinfectant No. 3. Pour per cent solution of chloride of lime. 

Standard disinfectant No. 4. Those coal-tar disinfectants approved by the State 
board of health after thorough bacteriological tests have been made and are recom- 
mended for use in certain strength solutions. 

Standards for areial disinfection, (a) Formaldehyde gas generated by the formalin- 
permanganate method, using 6J ounces of permanganate of potassium and 1 pint of 
formaldehyde solution (U. S. P.) to each 1,000 cubic feet of room space. 

Any person who shall violate any of the rules and regulations contained in this ordi- 
nance shall be deemed guilty of a misdemeanor, and upon conviction shall be fined 
in any sum not less than $5 nor more than $200. 



